
j 7# 4 AT BEGINNING OF FIRST FL IG HT LINE ON MSN C16MC* AS YOU ARE 
AWARE, ALTITUDE AT THAT POINT COULD VARY 200 TO 300 FT DEPENDING UPON 

TEMP EOT. 

2« OUR EXPERIENCE TO DATE ON PRECISE ALTITUDES W IT H T HE "B 
CONFIG INSTALLED IN "G" MODEL IS LIMITED BITI WE BELIEVE ALT IT UD E 

400 TO 500 FT BELOW THE "F" MODEL.. 

3 5 IN EVENT^RTICLE 362 HAS ONLY REACHED BASE FL US 17.* lb i HIo 

acceptable for FIRST LINE. REALIZE this very difficult to pin 
down PRECISELY BUT COU-D YOU PROVIDE US A MINIMUM ACCEPTABLE ALT 

FOR PENETRATION* 

end of message 
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